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| 20 NOY 19a! 
MEMORANDUM FOR: Director of Personnel . 


FROM: Maurice Lipton 
Comptroller 
SUBJECT: Change in FY 1982 FTE Ceilings (S) 


1. The FY 1982 Agency and Operations Directorate (DDO) FTE ceilings 
are revised as follows: 


Current Revised 
Position FTE Ceilings Position FIE Ceilings 25X1 
Control FTP Total Control FIP Total — 


DDO 
Agency Total 

2. These changes are required to bring the Agency's FTE data into con- 
formity with the FY 1982 Congressional Budget as originally submitted. The 


FTE data provided previously was based on FY 1982 FTE figures included in the 
FY 1983 OMB submission. (S)- ; 


25X1 


aurice Lipton 


cc: DDO 


25X1 


pe seh vg rene 
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Date 
ROUTING AND TRANSMITTA SLIP 22 DEC 181 


TO: anit office symbol, room number, 
iiding, Agency /Post) 


1. I A . 


For Correction 
For Your information 


pomment___t | [signature 
ia 
REMARKS 


yf YS ™ 4205 


io | 
prie 3) P ~~ 


DO NOT use this form as 4 RECORD of approvals, concurrences, disposals, 
» clearances, and simitar actions ‘ 


FROM: (Name, org. symbol, Agency/Post) 


Room No.—Bidg. 
Phone No. 
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